URBAN  DISTRICT  COUNCIL  OF  BONSALL. 


Matlock  Bath, 


rth  February,  1895. 


To  the  Chairman  and  Members  of  the  Urban  District 
Council  of  Bonsall. 

Gentlemen. 

I have  again  the  honour  of  submitting  to  you  my  Annual  Report,  relating  to  the  Sanitary 
Condition  of  the  Bonsall  Urban  Sanitary  District,  for  the  year  ending  December  31st,  1894. 

The  number  of  Births  during  the  year  was  39  (18  boys,  21  girls),  as  compared  with  47  in  the 
previous  year. 

The  number  of  deaths  registered  in  the  past  year  was  15,  as  compared  with  26  in  the  previous  year. 
The  death  rate  for  1894,  taking  the  population  at  1,329,  has  therefore  been  the  remarkably  low  one 
of  n.25  Per  ijooo-  These  figures  alone  bear  eloquent  witness  to  the  satisfactory  condition  of  Bonsall. 
Comparing  them  with  those  of  previous  years,  when  the  death  rate  has  averaged  about  20  per  thousand, 
the  newly  elected  Urban  Council  may  congratulate  themselves  on  the  health  of  the  district 

Of  the  15  deaths,  13  were  certified  by  Medical  Practitioners,  1 by  Coroner’s  Jury,  1 was  uncertified. 
Of  the  15  deaths,  n were  adults,  4 children.  I am  struck  by  the  remarkably  high  average  age  of 
the  11  adults,  namely,  67 J years. 
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15  Deaths. 

CAUSES  OF  DEATH. 

Senile  Decay. 

Apoplexy. 

Cancer. 

Bronchitis. 

Phthisis. 

Emphysema  of  Lungs. 

Pneumonia. 

Premature  Birth. 

Convulsions  (not  Certified). 

Heart  Disease  (Coroner’s  Inquest). 


15  Total. 

I have  not  a single  case  of  Zymotic  Disease  to  report  during  the  twelve  months.  I am  sure  that 
the  Council  will  share  in  my  pleasure  and  gratification  at  this. 

As  regards  nuisances,  I have  had  but  one  complaint  to  deal  with  during  the  year,  and  yet  that  one 
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instance  is  so  striking  that  I must  dwell  upon  it.  It  related  to  a Privy  and  Pig-stye  being  too  near  to  a 
house  at  Arter  Hill.  The  Privy  I have  recommended  to  be  altered  for  an  earth-closet,  to  be  emptied 
weekly.  As  to  the  Pig-stye,  I had  no  alternative  but  to  condemn  it,  and  the  Pigs  have  been  killed. 
This,  I know  and  feel,  to  be  a serious  matter,  I know  that  many  in  Bonsall  look  to  their  pigs  for  a 
welcome  addition  to  their  ordinary  wage ; and  yet  I know  too,  that  if,  as  in  this  case,  neighbours  quarrels 
led  to  complaints  of  nuisances,  I should  have  to  order  the  removal  of  many  a pig-stye  in  Bonsall  which 
is  too  near  the  dwelling  house,  even  though  I know  as  in  this  case,  that  the  pig-stye  had  been  in  use 
without  detriment  to  health  for  a period  of  at  least  thirty  years. 

I have  from  time  to  time  made  inspections  of  your  district,  and  have  been  pleased  to  find  its 
sanitary  condition  satisfactory. 

The  water  supply  has  been  both  plentiful  and  pure. 

I append  the  Report  of  the  Inspector  of  Nuisances,  who  I have  again  to  thank  for  his  help  and 
assistance,  and  once  again  congratulating  the  newly  formed  Council  on  the  remarkably  healthy  condition 
of  Bonsall  during  the  year  1894. 

I remain,  Gentlemen, 

Your  obedient  Servant, 

JOHN  C.  INNES, 


Medical  Officer  of  Health. 


